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1. INTRODUCTION 

Monitoring fuel pipeline is a pressing issue in aspects of economy and security [1]. An early warning is 
sent via sensors to avoid explosion, leakage, and corrosion in pipeline networks [2], [3]. The monitoring process 
is automated, reducing inspection costs and decreasing catastrophic incidents. However, the length of fuel 
pipelines is exceeding hundreds of kilometers [4]. Therefore, optical fiber sensor has high evaluation 
performance in terms of accuracy, resolution, and backscattered power level [5]. Backscattered signals are 
weak in the Brillouin scattering mechanism, reducing the nonlinear effects that lead to retrogression of the 
sensor performance. Many methods are suggested to raise the threshold power of stimulated Brillouin 
scattering (SBS) [6]. A low SBS threshold power requires a high input power level to be launched into the 
sensor to obtain a high backscattered power level exclusive of nonlinear effect. In turn, SBS will decrease the 
accuracy and the maximum range of the sensor. Former suppression performances have focused on a single 
suppression method depending on experience and theoretical discussion. Nevertheless, factors, such as 
increasing the SBS threshold power, maximizing the sensing distance, suppressing fiber nonlinearity, and 
enhancing the sensor resolution, affect the SBS threshold [2], [7]-[9]. 


Journal homepage: http://telkomnika.uad.ac.id 


TELKOMNIKA Telecommun Comput El Control Oo 6l 


Distributed optical fiber sensor techniques are usually based Brillouin optical time-domain reflectometry 
(BOTDR). Light scattering can be measured by BOTDR but requires high sensitivity and classified into linear 
scattering (Raleigh and Mie) and nonlinear scattering (Brillouin and Raman). Moreover, Brillouin scattering can be 
categorized as spontaneous Brillouin scattering and stimulated Brillouin scattering [10]-[12]. Brillouin scattering 
is temperature sensitive and occurs due to the thermally excited acoustic vibrations produced via light beam 
propagation along with the optic fiber [13]. A phonon of acoustic frequency and a scattered photon are created 
via incident photon in Brillouin scattering operation. This phenomenon forms a frequency shift (zero in the 
forward direction and maximum in the backward direction) sensitive to temperature variation [14]. 

BOTDR utilizes spontaneous Brillouin scattering. Spontaneous Brillouin backscattering-based 
optical fiber sensors are investigated in several works [12], [15]. Yan and Chyan [2] designed an improved 
BOTDR fiber optic sensor system for oil as well as gas pipeline monitoring. They applied spontaneous 
Brillouin backscattering-based fiber optic sensors to study theoretical and experimental works in temperature 
sensing applications. They obtained a Brillouin backscattered power coefficient Pg of 0.332 %/K and 
regarded an SBS suppression of 11 dB as a requirement to obtain the maximum sensing distance. The current 
project aims to employ spontaneous Brillouin scattering-based fiber optic as remote sensing for pipeline 
monitoring to design and simulate remote sensing of multi-BOTDR sensors on the basis of spontaneous 
Brillouin scattering mechanism. The Optisystem software is used to model the design accurately and increase 
the SBS threshold power toward the maximum sensing distance. 


2. SIMULATION DETAILS AND PRINCIPLE 
2.1. Bidirectional optical fiber 

Factories have a complicated construction and an association of facilities within a huge place. 
Consequently, the throughput decreases or accidents arise unless the facilities are accurately maintained and 
managed. This study proposes a solution to enhance productivity via efficiently gathering temperature, vibration, 
and strain data by installing fiber optic sensors in factory facilities, as shown in Figure 1. The developed design 
analyzes the signals to improve health, security, environmental friendliness, and maintainability. 
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Figure 1. Applications of optical fiber sensors for factories 
Rayleigh scattering (RS) is the dominant intrinsic loss appliance in the low-absorption window 


between the ultraviolet as well as infrared absorption tails. RS fallouts from inhomogeneities of a random 
nature happening on a tiny scale compared with the light wavelength. The RS formula is given by [16], [17]. 


Yr = 81?/34* (nPp* B,.KTz) (1) 


Where yg is the RS coefficient. A is the optical wavelength, n is the refractive index (RI) of the medium, p is 
the average photoelastic coefficient, B, is the isothermal compressibility at a fictive temperature Tp, and K is 
Boltzmann's constant. The RS coefficient is related to the fiber transmission loss factor which calculated 
by [16], [17]. 


L = exp(—yaD (2) 
Where l is the fiber length. 
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The backscattered light spectrum peaks composed of Rayleigh, Brillouin, and Raman scattering are 
shown in Figure 2. A relationship exists between the wavelength and the intensity of scattering, and the 
Brillouin scattering (red peak) depends on the temperature and strain. Within the fiber, SBS is the modulation of 
light during thermal molecular vibrations. Through the modulation frequency, scattered light performs as upper 
and lower sidebands detached from the incident light. 
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Figure 2. Backscattered light spectrum 


In the scattering operation, the incident photon generates a phonon of acoustic frequency and 
a scattered photon. This phenomenon yields an optical frequency shift, which changes with the scattering 
angle given that the sound wave frequency changes with acoustic wavelength. The frequency shift is 
maximum in the backward direction and decreases to zero in the forward direction, making SBS a chiefly 
backward operation. The threshold optical power Psgs is given by [16], [18], [19]. 


Psps = 4.4 x 10? d? aqgv watts (3) 


Where d is the fiber core diameter (um), A is the operating wavelength (um), ag is the fiber attenuation in 
dB/km, and v is the source bandwidth (GHz). 

In other words, Ps;ps is the input power where the backscattered power is equivalent to the 
transmitted power. The SBS threshold may be calculated approximately by applying the (4) [2], [18]. 


Psps = 21 (KAegg/ gplogg) (4) 


Where Pegs is the SBS threshold power. K is the polarization factor, and 4,;; is the effective core area of the 
sensing fiber. gg is the Brillouin gain constant. Lepp is the effective length defined via a fiber attenuation 
coefficient, and a besides length L are given by the following relation [2], [18]. 


Leff = (1 m e ?L/aq (5) 


Where a is the attenuation coefficient of the fiber, while L is the fiber length. 

The Brillouin frequency shift relys on the temperature, as shown in the distributed temperature 
sensor, which is linearly proportional. Differences are also observed in the RI of the fiber. The Brillouin 
frequency is expressed as [4]. 


Vg (T) = Vgo + dVg/dr(T — To) (6) 
Where V5, is the Brillouin frequency at a reference temperature Ty, moreover [4]: 
V, = 2nV,/À (7) 


Where n is the RI, V, is the acoustic velocity, and 4 is the incident light wavelength. 
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Bidirectional optical fiber is affected and sensitive to various factors, such as temperature, vibration, 
and strain. The principal operation of the BOTDR sensor is shown in Figure 3. The incident light (purple 
arrow) passes in the core along the bidirectional optical fiber to be transmitted, whereas some of the light is 
scattered (yellow arrow) and backscattered (green arrow). The backscattered light is detected by an optical 
power meter and optical spectrum analyzer. These instruments are used to measure the SBS threshold power 
and investigate the frequency shift, respectively. The (8) can be used to calculate the distance z (black arrow), 
as shown in Figure 3. 


z= tV/2 (8) 


Where t is the two-way propagation delay time, and V is the velocity of light in the fiber. 
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Figure 3. Principle of the bidirectional optical fiber 
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2.2. Component description 

A pseudo-random bit sequence generator is applied to produce a continuous random data signal in 
bit rates. The operation process is organized via an algorithm to generate the bit sequence of zeros and ones. 
The modulation process needs an electrical data signal generated via a non-return-to-zero (NRZ) pulse 
generator. NRZ determines the bits in a specific state as the voltage changes. Thus, specifying where the bits 
must start and stop should be easy. The rise and fall times for the laser signal are equal to 0.05 bit. In addition, 
one of the advantages of the NRZ pulse generator lies in its bandwidth control. Consequently, the returning 
signals to zero between bits do not waste the bandwidth of the data signal [20], [21]. 

A continuous-wave (CW) laser diode is applied to yield an optical signal that delivers an input signal 
with 1552.52 nm wavelength, 193.1 THz frequency, 10 MHz linewidth, and 0-32 dBm input power [22], [23]. 
A CW laser is connected with an NRZ pulse generator through an electroabsorption modulator (EAM) with a 
modulation index of 99%. EAM is an external optical modulator comprising two inputs (optical and electrical 
signals) and one output (optical). This component is the preferred candidate for telecommunication use 
considering zero biasing voltage, small driving voltage, low/negative chirp, small size, high speed, low 
polarization dependence, and integration with distributed feedback laser. Additionally, EAM provides a 
single optical power source for numerous data-carrying beams. EAM is a semiconductor device utilized for 
modulating the intensity of a laser beam through an electric voltage [24]. The operation fundamental of EAM 
is depending on the Franz-Keldysh effect. The applied electric field alters the absorption spectrum, directly 
changing the bandgap energy. Consequently, an electro-absorption modulator (EMA) modulator is suitable 
for prolonged distance transmissions of high-speed schemes [25]. 

A single-mode fiber (SMF) comprises a core with a small radius with high RI, and the cladding 
material has a low RI. The core permits the propagation of light in one mode enclosed by transparent 
cladding material. The light passing at the core follows the total internal reflection mechanism. SMF is also 
suitable for prolonged distance communications and computer networking transmissions with high-speed 
data rates and less attenuation compared with electrical transmission lines. The optical fiber cable length for 
the data signal transmission ranges from 25—100 km [20]. 

The optical fiber splitter component facilitates sharing in serving users, which can maximize the 
performance of optical network circuits. The fork 1x2 ports are applied to divide an incident light beam from 
a single input fiber cable into two light beams and transmit them over two individual output fiber cables. 
Each output line is connected with a bidirectional optical fiber of 10 km length as a separated monitoring 
network system. Bidirectional optical fibers are used as sensors based on the BOTDR mechanism. 
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Avalanche photodetector (APD photodiode) is a suitable receiver for long-haul communications. 
APD has many features, such as high gain, high signal-to-noise ratio, highly sensitive network access, and a 
tolerable and high-speed receiver in high bandwidth applications and bit rates [26]. Moreover, the APD 
photodiode has a responsivity of 1 A/W and a dark current of 10 nA. APD converts the optical signal into 
electrical output signals. These electrical signals are filtered through a low-pass Bessel filter, which reduces 
the noise and distortion without introducing a considerable amount of inter-symbol interference. The filter 
approximates are Gaussian-type filters. These filters aim to smoothen and sharpen the magnitude response. 
An insertion loss of 0 dB and a depth of 100 dB are considered for the developed design [20], [21]. The optical 
power meter and optical spectrum analyzer are connected to measure the total power (transmitted, Brillouin 
backscatter, and Rayleigh backscatter (RBS) power) and monitor the output signals (frequency shift), 
respectively. The eye diagram and bit error rate (BER) analyzers are used in the proposed design to measure 
and check the Q-factor, eye height, and minimum BER. 


2.3. Simulation model and design consideration 

A systematic block scheme of remote sensing of the multi-BOTDR fiber optic sensor and SMF for 
fuel pipeline monitoring is constructed. The simulation model designed in the Optisystem software is shown 
in Figure 4. The NRZ pseudo-random binary sequence generates the input signal, which contains electrical 
data represented by zeros as well as ones. Subsequently, the input signal is modulated with a semiconductor 
laser characterized by CW laser through the EMA modulator. The light from the CW laser source is modulated 
by intensity modulation, coupled into an SMF cable of 10 km, and linked to two bidirectional optical fibers. 


' No TIME Z2 L o t 
PRBS generator NRZ generator 
h ES l à & 
i j : 
mm = ROS ad. [d — a | 
CW laser i E T = É 
Electroabsorption modulator SME Cable 


Optical Null 


$ p est a mua 


EI TaD Low Pass Bessel Filter 


Eye diagram analyzer 


(a) 


Same as block (a) 


Figure 4. Simulation model design 


The developed model comprises the CW laser source, EAM, SMF cable, fork 1x2, optical null, 
a receiver, and bidirectional optical fiber. In a bidirectional optical fiber, a collection of the scattered signal is 
observed. The receiver detects the transmitted and the Brillouin backscattered signal. Optical null is applied 
to terminate the bidirectional optical fiber connection. SMF is used with a bidirectional optical fiber. SMF 
has a high data rate and low dispersion and is appropriate for long-haul distances, making it adequate for 
remote sensing applications. The settings of the global simulation parameters chosen for the simulation 
model are shown in Table 1. 

Bidirectional optical fibers are applied as a spontaneous Brillouin scattering for BOTDR sensors with 
SMF cable. The global simulation parameters selected for bidirectional optical fibers are shown in Table 2. 
The SBS threshold power P;5; depends on the optimized parameters listed in Table 2. 
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Table 1. Simulation parameter settings 


Parameters Values 
SMF length (km) 10 
Attenuation index (dB/km) 0.5 
Dispersion (ps/km/nm) 16.75 
Dispersion slope (ps/nm?/km) 0.075 
Reference wavelength (nm) 1552.52 
Differential group delay (ps/km) 0.2 
C/W input power (dBm) 0 to 32 
Frequency (THz) 193.1 


Table 2. Simulation parameter settings for the bidirectional optical fiber 


Parameters Values 
Reference wavelength (nm) 1552.52 
Attenuation (dB/km) 0.5 
Effective area (um?) 100 
Polarization factor 2 
Temperature (K) 300 
Brillouin gain constant (m/W) 3e?! 
Brillouin linewidth (MHz) 31.7 
Rayliegh backscattering (I/km) Se 
Length (km) 10 


3. RESULTS AND DISCUSSION 

The sensor based on spontaneous Brillouin scattering was developed with a length of 10 km and 
a temperature of 300 K. The simulation and investigation of the layout were performed using the OptiSystem 
simulator 7.0 software. The schematic of remote sensing of the multi-BOTDR fiber optic sensor setup used 
for monitoring gas as well as oil pipeline is shown in Figure 5. The novelty of the developed simulation 
design was the multi-BOTDR fiber optic sensor application, resulting in high performance and ideal 
evaluation in the SBS threshold power and frequency shift. The SBS threshold power (dBm), eye diagram, 
frequency shift (Hz), minimum BER (dB), and Q-factor were tested and obtained for different values of 
optical input power and a fixed SMF length of 10 km with an attenuation coefficient of 0.5 dB/km. 

At the bidirectional optical fiber port terminals, the optical power meters and optical spectrum 
analyzers were connected at the input and the output ports to measure the transmitted power, backscattered 
power, and frequency shift. Afterward, the optical signal was converted to an electrical signal via APD 
photodetector. The link performances of minimum BER and Q-factor were assessed by 3R-regenerator 
connected to eye diagram analyzers. 

NRZ pulses are binary code wherein ones are denoted by a positive voltage, whereas zeros are 
denoted by a negative voltage, with no rest condition. Figure 6(a) demonstrates the binary signal of NRZ 
pulses. Besides, Figure 6(b) shows eye diagram of generated NRZ at the transmitter side. 

The backscattered frequency in THz is shown in Figure 7. It was compared with the source 
frequency, where the propagated signal was 193.1 THz, and the backscattered frequency was 193.089 THz as 
shown in Figure 7. Accordingly, the frequency shift was 193.1 THz — 193.089 THz = 11 GHz. The Brillouin 
frequency shift was 11 GHz. The simulation result accurately revealed the effect of Brillouin scattering on 
frequency shift and power level [2], [4]. 

The eye diagram with minimum BER is presented in Figure 8. The eye diagram is clear and open, 
and the waveform distortion is substantially reduced with a high value of Q-factor at 0.5 dB/km attenuation 
for 10 km length as demonstrated in Figure 8. Open and clear eye diagrams with low BER are achieved. 
This finding implies enhanced performance of the system and corresponds to minimal signal distortion. 
The results reveal that the eye-opening decreases with the increase in transmitted power. Consequently, 
the signal depletes when the input power increases. The red line represents the curve of the minimum BER 
for the developed design. At an SBS threshold power of 16 dBm, the developed design offers reduced signal 
distortion and improved eye opening with 22 Q-Factor, and the minimum BER was 6.27719e 105, 

The developed design successfully constructed a set of improved settings that could suppress the SBS 
threshold power. Beside a high SBS threshold power, the sensing distance could be prolonged. The SBS 
threshold power was 16 dBm for the sensor after parameter optimization of the SBS suppression for the 
bidirectional optical fiber, as displayed in Figure 9. The input power was 0—32 dBm, which was applied to run 
simulations to obtain the SBS power threshold point. A step of 1 dBm resulted in a change in the input power. 
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Figure 7. Backscattered frequency Figure 8. Eye diagram with minimum BER 
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Generally, the simulation design had an excellent SBS threshold power performance of 16 dB, 
a frequency shift of 11 GHz, and a Q-factor of 22. The developed sensor showed high SBS threshold power 
with 16 dB compared with 11 dB and 7.5 dB in the works of Yan and Chan [2], and Angel [4] respectively. 
The proposed design showed a perfect frequency shift similar to Yan and Chan [2] and equivalent to the 
Brillouin frequency shift. The simulation results accurately exposed the effect of Brillouin scattering on 
frequency shift and power level. 

The backscattered power was —49.915 dBm and compared with the propagated power of 713.034 dBm. 
The backscattered power was low because the backscattered signal in a spontaneous Brillouin frequency was 
tremendously weak. When the backscattered power value was greater than the RBS, it was treated as the 
stimulated backscattered power. The SBS threshold level was defined at the crossing point between the 
Brillouin backscatter power as well as the RBS power, as shown in Figure 9. Consequently, the SBS 
threshold power should be appropriately described as the input power where the Brillouin backscatter was 
equivalent to the RBS at the input face. 

The Brillouin power alteration coefficient was characterized as a sensing accuracy of temperature 
with %/K unit, where % was the percent alteration of the Brillouin backscattered power, and K was the 
temperature unit in Kelvin. The change in Brillouin power coefficient was observed as the sensing accuracy. 
It was the measured percent change of the backscattered Brillouin power affected via the variance in 
temperature. A high sensing accuracy was detected by a 1 K change in the temperature. A high Brillouin 
power change coefficient resulted in a high-power percent change amount. The backscattered power with a 
calculated power percent change at 300 K was applied as the reference point, as shown in Table 3. The 
reference point might be any chosen values as long as it was constant during the calculation of Brillouin 
power alteration coefficient. 
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coefficient 


Table 3. Calculation of power alteration (%) 
Temperature (K) Power (W; —009) Power change (%) 


290 9.859 -3.3147 
291 9.893 —2.9812 
292 9.926 —2.6576 
293 9.960 —2.3242 
294 9.994 —1.9907 
295 10.028 —1.6573 
296 10.062 —1.3239 
297 10.096 —0.9904 
298 10.130 —0.6570 
299 10.163 —0.3334 
300 10.197 0 


The initial calculation of power alteration for a temperature of 290 K is: 


9.859—10.197 


power change (96) — | TE l x 100% = —3.3147 (9) 

The power change was calculated for the other temperature values using (9), with 10.197x10° W as 
the reference backscattered power at 300 K. The Brillouin power change coefficient or the sensing accuracy 
is shown in Figure 10. (%) was the power change, and (K) was the temperature plotted in a diagram to 
calculate the Brillouin power change coefficient (%/K). From the slope of the appropriate line, the Brillouin 
power change coefficient was obtained, and the sensing accuracy was 0.3318 %/K. Overall, the developed 
BOTDR sensor had clear sensitivity advantages to other related sensors reported in the literature. 


Design a remote sensing of multi-BOTDR fiber optic sensors for ... (Arafat A. A. Shabaneh) 


68 9 ISSN: 1693-6930 


4. CONCLUSIONS 

BOTDR is a significant indicator of measuring temperature, vibration, and strain in environmental 
monitoring applications. In this study, remote sensing for fuel pipeline monitoring using multi-BOTDR fiber 
optic as a sensor platform and CW laser as the light source is designed and simulated. To sum up, 
multi-BOTDR fiber optic sensors utilizing Brillouin scattering are efficient considering high SBS threshold 
power, perfect frequency shift, and high Q-factor at a temperature operation of 300 K. The sensor is investigated 
for remote sensing with a wavelength of 1552.52 nm by observing the frequency shift of 11 GHz. These 
findings help investigate the sensing accuracy (0.3318 96/K) of the proposed sensor toward explosions, 
leakages, and corrosions in pipeline networks by integrating multi-BOTDR fiber optic sensors with SMF. 
These BOTDR sensors are characterized by a high SBS threshold, accurate sensing, and easy construction, 
making them a potential candidate for detecting fuel pipeline networks. 
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